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n£)ROSPECT  PARK  contains  one  hundred  and 

'       seven    acres.       It    was    purchased    by    the 

State  of   New  York,  and  formally  opened 

to  the  public  on  July  15,  1885 


The  (Uommissioners 

OF     THE 

State  Heseruatum  at  Niagara:. 


ANDREW  H.  GREEN,  President,  New  York. 
JOHN  M.  BOWKRS,  New  York. 

ROBERT   L.   ERYER,   Buffalo. 

WILLIAM  HAMILTON,  Caledonia. 

GEORGE  RAINES,   Rochester. 
HENRY   E.  GREGORY,    Treasurer  and  Secretary, 

214  Broadway,   New  York. 
THOMAS  V.  WELCH,  Superintendent,  Niagara  Falls. 


,UEEN  VICTORIA  PARK,  Niagara  Falls, 
Ont.  The  Park  was  established  under  an 
Act  of  the  Provincial  Legislature  passed 
in  1887,  and  was  officially  opened  to  the 
public  on  the  24th  of  May ,  1888  ;  com= 
prising  675  acres 


OF      THE 


The  (Commissioners 
Quern  HIirtaria  Tark, 

Niagara  Falls,  ©nt. 


JOHN  W.   LANGMUIR,   Chairman,  Toronto. 

GEO.   H.   WILKES,  Brantford. 

BENJAMIN   E.  CHARLTON,   Hamilton. 
JAMES  BAMEETELD,  Niagara  hi 
JAMES  WILSON,  Superintendent. 


Niagara's  Parks 

.    .    .   BY   ■    •    ■ 

MRS.    S.    D.    MORSE . 


COPYRIGHTED,    1897,    UNITED    STATES    AND    CANADA. 
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THREE   SISTER    ISLANDS. 

AMERICAN    SIDE. 


BRIDGE    TO    LUNA     ISLAND. 

AMERICAN    SIDE. 


VIEW    FROM    THIRD    SISTER    ISLAND. 

AMERICAN    SIDE. 


HERMIT    CASCADE. 

AMERICAN    SIDE. 
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MOWAT    GATE.      MAIN    ENTRANCE    QUEEN    VICTORIA    NIAGARA    FALLS    PARK. 

CANADIAN    SIDE. 


PAVILION    IN    PICNIC   GROUNDS.      QUEEN    VICTORIA    NIAGARA    FALLS   PARK. 

CANADIAN    SIDE. 


AMERICAN    FALLS    FROM    QUEEN    VICTORIA    NIAGARA    FALLS    PARK. 

CANADIAN    SIDE. 
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UNDER    TABLE   ROCK   IN    WINTER.       QUEEN    VICTORIA    NIAGARA    FALLS    PARK. 

CANADIAN    SID6- 


ICE    BRIDGE. 

CANADIAN    SIDE. 


UPPER    RAPIDS    FROM    TEMPEST    POINT,    ONTARIO. 

CANADIAN   SIDE. 


LOVERS'    WALK. 


QUEEN    VICTORIA    NIAGARA    FALLS     PARK. 

CANADIAN    SIDE. 


GORGE  AT    WHIRLPOOL. 

CANADIAN    SIDE. 


GORGE   NEAR   QUEENSTON. 


QUEEN    VICTORIA    NIAGARA    FALLS    PARK. 

CANADIAN    SIDE. 
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VILLAGE  OF  QUEENSTON    FROM    BROCK'S    MONUMENT. 

CANADIAN    &IDE. 


THE   FIRST   BRIDGE  BUILT  ACROSS   THE   NIAGARA    RIVER 

THE    HISTORY    OF    THIS    FAMOUS    BRIDGE    IS    GIVEN    IN     "GREATER    NIAGARA." 
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